&® Audi A4 Wiring Diagram No. 25/1 


Constantly variable automatic transmission, multitronic® 01J 
From 2004 m. y. 


Main fuse 


A97--0220 


@ on the Battery 
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@ Instrument panel driver side 
Fuse Colors 

30 A - Green 

25 A - Withe 

20 A - Yellow 

15 A - Blue 

10 A- Red 

7,5 A- Brown 

5 A- Beige 


(a) Note: 


@ Fuse in fusebox from 23 onwards are numbered 223 onwards in Current Flow Diagram. 
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&® Audi A4 


Wiring Diagram 


No. 25/14 


Coupling station with threaded connection 


@ in the electronics box, plenum chamber 


2 - 10-Pin Connector,'brown(T10a) 
3 - 17-Pin Connector, red (117d) 

6 - 17-Pin Connector, white (T17e) 
4-Pin Relay Carrier 
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&® Audi A4 


Wiring Diagram 


No. 25/14 


@ In electronics box, plenum chamber 


3 - Motronic Engine Control Module (ECM) Power Supply Relay (J271) 
4 - Park/Neutral Position (PNP) Relay (J226) 

C - Fuse for Auto Transmission, after - run (S286) 

4-Pin Relay Carrier with threaded connection 


@ Instrument panel driver side 
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Wiring Diagram 


&® Audi A4 9g Diag No. 25/2 


1418 
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‘97-58282 


Transmission Control Module (TCM), Park/Neutral Position 


(PNP) Relay, Ignition/Starter Switch, Fuses 


Starter 
Ignition/Starter Switch 

Transmission Control Module (TCM) 

Park/Neutral Position (PNP) Relay 

Left Back-Up Light 

Right Back-Up Light 

Fuse in fuse holder/relay panel 

Fuse in fuse holder 

10-Pin Connector, brown, connector station E-box, plenum chamber 
17-Pin Connector, red, connector station E-box, plenum chamber 


Threaded connection -2- (30), on the relay plate 
Plus connection (15), in instrument panel wiring harness 
) Plus connection (30), in instrument panel wiring hamess 


) Connector (15a, fuse 231), in instrument panel wiring harness 


) Wire connection (RF), in instrument panel wiring harness 


) Plus connection -1- (15), in engine compartment wiring harness 


see applicable engine wiring diagram 
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&® Audi A4 Wiring Diagram No. 25/3 
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T32b 


Transmission Control Module (TCM), Tiptronic Switch, Shift 
Lock Solenoid 


Tiptronic Switch 

Transmission Control Module (TCM) 

Vehicle Electrical System Control Module 

Shift Lock Solenoid 

10-Pin Connector, black, on Tiptronic Switch 

17-Pin Connector, white, connector station E-box, plenum 
chamber 

32-Pin Connector, grey, on vehicle Electrical System Control 
Module 


Ground connection -1-, in wiring harness interior 


Connector (15a, fuse 5), in instrument panel wiring harness 


Connector (license plate light) in wiring harness interior 
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&® Audi A4 Wiring Diagram No. 25/4 


Transmission Control Module (TCM), Automatic 
Transmission After-Run Fuse, Ground connection 


J217 Transmission Control Module (TCM) 
J271 Motronic Engine Control Module (ECM) Power Supply Relay 
$286 Automatic Transmission After-Run Fuse 


Ground connection, in engine compartment, left 


Ground connection -1-, in right front wiring harness 


Connection (87)(in engine wiring harness) 


*  1.81- Engine only 
**  3.01- Engine only 
** 6.0 possible 


ws = white 
sw = black 
ro = red 
br = brown 
gn = green 
bl blue 
gr = grey 
fi lilac 
29° ~«30 42 ge yellow 
97-58284 eS ee, 
rs = pink 
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&® Audi A4 Wiring Diagram No. 25/5 


Transmission Control Module (TCM), Control module with 
indicator unit in instrument panel insert 


J285 Control module with indicator unit in instrument panel insert 

T10a_ 10-Pin Connector, brown, connector station E-box, plenum chamber 
116 16-Pin Connector, black, diagnostic connection 

T32a_ 32-Pin Connector, blue, on instrument panel insert 


( J217 Transmission Control Module (TCM) 


A76) Wire connection (K-diagnosis wire), in instrument panel wiring harness 


* see applicable engine wiring diagram 
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